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Reference la made to the guest ion as to why ■ 
the original and Inaccurate account of the autopsy on tbs 
body of the late President Kennedy could be left standing 
In the FBI supplemental report January 11, 1M4, inasmuch 
as the FBI admittedly received the official autopsy report 
over two weeks before such date of the supplemental report. 


The FBI supplemental report so January IS. 1M4. 
carried the statement "Medical examination of toe President's 
body had revealed that the bullet whloh entered his back ted 
penetrated to a distance of less than a finger length." 

This statement was In referenoe to Information obtained by 
Special Agents Francis Z. O’Melll, Jr. , and James V. Blbert 
on the evening of Vovenber S3, IMS, from Commander Jams? J 
Aimes, Chief Pathologist, tet beads Xaval Hospital, who 
conducted the autopsy oo the body of the late President 
John F. Kennedy. 

-w Im mediately after reporting this statement In 

***• nupplemental report, there la reported Information 
from the FBI Laboratory examination of the clothing worn 
by President Kennedy at the time of the assassination. 

It was pointed out that a slit whloh had the characteristics 
of an exit hole for a projectile was found la the shirt of 
the late President. It was also reported ttet there wi 
a nick on the left side of the tie knot whloh possibly 
cauaed by the same projectile as It passed through the 
shirt. The purpose of reporting the aforementioned data 
in this fashion was to emphasize tbs apparent discrepancies 
between the aral autopsy report whloh had originally been 
more fully reported In the FBI report Of December 0 . IMS. 
and the results of tbs FBI Laboratory examination of 


President Kennedy's slothing worn at' the time of the 
assassination, go oooolusl - - 


with this 


was reported la 
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The FBI was aware that the President* a ComIssIob 
, . _ 1® poeeeeelon of the complete written autopsy report 
^ which had been prepared by medical personnel at the Bethesda 
• gaval Hospital In oonneotlon with the autopsy of the body 
of the late President John P. Kennedy. In this oonneotlon. 

It will be noted that In the Commission's Beport on pages 
•7—89, It Is reported that Commander Aimes who conducted 
eutopey oomcluded the bullet whloh caused the wound in 
President Kennedy's body in tte high back ar meek area had 

I* • tracheotomy performed on President Kennedy 
ky Dr. Perry at Mrklaad Hospital la Dallas on the afternoon 
of govesber 23, 1M3, la a vain attempt to save the Presldent'i 
life. Dr. Perry has corroborated the fact that be used tte 
■ixxil* sound In ths Preaid mat’s neck as the point of 
incision when the tracheotomy wax performed. 
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